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TO: Board of Directors of T.I.T.L. 

FROM: William L. Steele 

SUBJECT: Report for July 1975 


STAFF 


No changes. 


FACILITIES 


Our air conditioning equipment has con¬ 
tinued to function during extensive periods 
of high temperature and humidity without break¬ 
down. 


ACTIVITIES 

Testing of the market sample was completed 
on schedule. The raw data is being processed 
and the report should be out by the 15th. 

The FTC has not completed testing yet, but 
they expect to finish soon. October is currently 
the guess for their report. 
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Source: https://www.industrydocuments.ucsf.edu/docs/gmvl0001 
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July 31, 1975 


Some progress was made on picking-up the 
next sample. The FTC hopes to select a contractor 
for the job next week. October is still the likely 
month when samples will be purchased. 



William L. Steele 


WLS/ps 

The Board of Directors of T.I.T.L. 

Dr. Ivor W. Hughes 
Mr. Robert L. Kersey 
Dr. Preston H. Leake 
Dr. Alexander W.Spears 
Dr. Murray Senkus 
Dr. Helmut Wakeham 
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